COMBINATORY   ANALYSIS
BY
MAJOR PERCY A. MACMAHON, F.R.S., D.SC, LL.D.
(LATE ROYAL ARTILLERY) OF ST JOHN'S. COLLEGE, CAMBRIDGE
VOLUME   II
Cambridge :
at the University   Press
1916